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SUBJECT : OXCART Engine Foreign Object Daaage 


1. It is understood that a decision has b*eo 
anri design isplsswated by leckheed far installing e*» 
directional flapper valves la the aback trap bleed P*a- 
aun of the aircraft inlet as a remedial action for re- 
ScSiagforeifn object damage. It i* fait that a largo 
portion of this damage occurs while ground running during 
Xicfc reverse flow throng these paaaagaa exists. Severs® 
flo* can draw «al! object* lodged in and around these 
bidden peonages ia a forward direction, through the shock 
trap bleed ope ni ng screens , into the inlet proper , and 
then t h r o u g h the engine* The one directional flapper waives 
—ill close under the reverse flow condition precluding 

is of these objects. Under nornai flight operation, 
th* flapper valvee will be open to provide normal secondary 
air flow fro* the inlet through these passages to the en- 
gine nacelle and ejector. 

2 , procedures obviously «a*t be implemented for 
periodic inspection of the flapper valve area to remove 
my accumulation ®f objects and a determination made of 
the effect of additional pressure loss resulting fro* in- 
cor Deration of thews valves on the secondary airflow re— 
gplred for proper ejector operation and 

lag daring flight. This pressure loss will be additive to 
that already incorporated with the previous FOB screen 
installation. 
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